To:  Litzinger,  James  P LT[James. P.Litzinger@uscg.mil] 

Cc:  Smith,  Monicafsmith. monica@epa.gov];  Loesel,  Matthew[loesel. matthew@epa.gov];  Webster, 

Susan[webster.susan@epa.gov];  Knabel,  Jessica[Knabel. Jessica@epa.gov] 

From:  Hayes,  Mark 

Sent:  Fri  8/14/2015  9:23:32  PM 

Subject:  RE:  Revised  - Gold  King  Mine  Spill  Situation  Report  - August  14,  2015 

Done. 

— Original  Message — 

From:  Litzinger,  James  P LT  [mailto:James.P.Litzinger@uscg.mil] 

Sent:  Friday,  August  14,  2015  4:20  PM 
To:  Hayes,  Mark 
Cc:  'Larry  Rader' 

Subject:  RE:  Revised  - Gold  King  Mine  Spill  Situation  Report  - August  14,  2015 

Roger.  Please  have  your  folks  copy  me  and  Larry.rader@mecx.net  since  Chris  is  normally  running 
around  putting  out  fires. 

Thank  you. 

Very  Respectfully, 

LT  Jim  Litzinger 
Chemical  Response  Officer 
US  Coast  Guard,  Gulf  Strike  Team 
251-402-9825 


*Please  excuse  typing  errors.  Sent  from  mobile  device. 

— Original  Message — 

From:  Hayes,  Mark  [mailto:hayes.mark@epa.gov] 

Sent:  Friday,  August  14,  2015  05:14  PM  Eastern  Standard  Time 

To:  Litzinger,  James  P LT 

Subject:  RE:  Revised  - Gold  King  Mine  Spill  Situation  Report  - August  14,  2015 

Fyi,  we  have  been  sending  our  sitreps  to  Chris  Ruhl,  DAC 
— Original  Message — 

From:  Litzinger,  James  P LT  [mailto:James.P.Litzinger@uscg.mil] 

Sent:  Friday,  August  14,  2015  4:07  PM 
To:  Hayes,  Mark 

Subject:  RE:  Revised  - Gold  King  Mine  Spill  Situation  Report  - August  14,  2015 

Thank  you 

Very  Respectfully, 

LT  Jim  Litzinger 
Chemical  Response  Officer 
US  Coast  Guard,  Gulf  Strike  Team 
251-402-9825 
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Please  excuse  typing  errors.  Sent  from  mobile  device. 


— Original  Message — 

From:  Hayes,  Mark  [mailto:hayes.mark@epa.gov] 

Sent:  Friday,  August  14,  2015  04:59  PM  Eastern  Standard  Time 

To:  Litzinger,  James  P LT 

Subject:  FW:  Revised  - Gold  King  Mine  Spill  Situation  Report  - August  14,  2015 

Fyi.  R6  sitrep  attached. 


From:  Knabel,  Jessica 

Sent:  Friday,  August  14,  2015  3:55  PM 

To:  Bernier,  Roberto;  Hayes,  Mark 

Subject:  FW:  Revised  - Gold  King  Mine  Spill  Situation  Report  - August  14,  2015 


Jessica  Knabel 
214-665-2295 
Superfund  Division,  SF-VI 
U.S.  EPA  Region  6 

<https://www.facebook.com/eparegion6>  <https://twitter.com/eparegion6> 


From:  Knabel,  Jessica 

Sent:  Friday,  August  14,  2015  1:00  PM 

To:  Loesel,  Matthew;  Curry,  Ron;  Coleman,  Sam;  Edlund,  Carl;  Gray,  David 
Cc:  Taheri,  Diane;  Phillips,  Pam;  Ruiz,  Thomas;  Smith,  Rhonda;  Blanco,  Arturo;  Webster,  Susan; 
Petersen,  Chris;  Foster,  Althea;  Smith,  Monica;  Acevedo,  Janie;  Eoc,  Epahq;  Guria,  Peter;  Allen,  HarryL; 
'FEMA-R6-Watch';  Mason,  Steve;  Crossland,  Ronnie;  Hayes,  Mark;  Ruhl,  Christopher;  Moore,  Gary 
Subject:  Revised  - Gold  King  Mine  Spill  Situation  Report  - August  14,  2015 


The  Morningstar  Water  Supply  System  information  in  the  Drinking  Water  System  Update  table  is  updated 
as  of  August  13,  2015,  based  on  conversations  with  the  state  of  New  Mexico  and  Water  System 
operators. 
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Jessica  Knabel 


214-665-2295 
Superfund  Division,  SF-VI 
U.S.  EPA  Region  6 

<https://www.facebook.com/eparegion6>  <https://twitter.com/eparegion6> 
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